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Sec. 60. Water Not Usable for Drinking.-If water which does not
conform to the standards set forth in Section 11 of these regulations
is available at any tap or hydrant or in a railway station, a notice shall
be maintained on each such tap or hydrant which shall state in prom-
inent letters, "Not fit for drinking."
Sec. 61. Drinking Fountains.-If drinking fountains of the bubbling
type are provided in any railway station, they shall be so made that the
drinking is from a free jet projected at an angle to the vertical, and
not from a jet that is projected vertically or that flows through a filled
cup or bowl.
Sec. 62. Refuse Cans.-At all railway stations where there is an agent,
there shall be provided and maintained an adequate supply of open or
automatically closing receptacles for the disposition of refuse and rub-
bish, and such receptacles shall be emptied daily and kept reasonably
clean and free from odor.
Sec. 63. Cisterns, Cesspools, Etc.-All cisterns, water-storage tanks
and cesspools in or about railway stations shall be adequately screened
against the entrance of. mosquitoes, and all collections of surface water
on station property shall be drained or oiled during the season of mos-
quito flight, to prevent the breeding of mosquitoes.
Sec. 64. Restaurants to be Screened.-All restaurants and lunch rooms,
or other places where food is prepared or served in a railway station,
shall have doors and windows adequately screened against the entrance
of flies during the season of flight of these insects; and all food on dis-
play or storage racks shall be adequately covered.
Sec. 65. Lavatories for Restaurants.-A lavatory of easy and con-
venient access shall be provided for the use of employees in every res-
taurant or lunch room in any railway station, and it shall be provided with
an adequate supply of water, soap and clean towels.
Sec. 66. Restaurant Employees.-Restaurant employees who are en-
gaged in the preparing or serving of food, shall thoroughly cleanse their
hands by washing with soap and water after using a toilet or urinal, and
immediately before beginning service.
Sec. 67. Kitchen and Table Utensils.-All cooking, table and kitchen
utensils, drinking glasses and crockery used in the preparation or serving
of food or drink in railway restaurants or lunch rooms shall be thor-
oughly washed in boiling water and suitable cleansing material after
each time they are used.
Sec. 68. Food Containers.-Refrigerators, food boxes, or other re-
ceptacles for the storing of fresh food in railway restaurants or lunch
rooms shall be emptied and thoroughly washed with soap and hot water
at least once in each seven days that they are in use.
Sec. 69. Garbage.-Garbage cans in sufficient number, and with suitable
tight-fitting covers, shall be provided in all restaurants and lunch rooms
to care for all refuse food and other wastes; and such cans shall be
emptied daily in an approved place and kept in a clean and sanitary
condition.
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